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he had himself told them had conducted their business'so
creditably and so successfully.

The Governor of the Bank said that what he stated was
that such a system would be dangerous for the Bank of
England, and dangerous if carried into effect in the ^ray con-
templated by Mr. Moxon.

Mr, P. N. Laurie said he understood the Governor of the
Bank to say that it would be dangerous to take deposits on
call, and in that opinion he concurred.

Mr. Alderman Salomons said that he, too, was of the same
opinion.

On the motion of Mr. Alderman Salomons, seconded by
Mr. Botly, a vote of thanks was passed to the Governor and
the directors for their able and successful management of
the Bank during the past half-year, and the proceedings then
terminated.